SHOWER

Required Physical Capabilities;

Residents must be assisted.
Rationalei

Shower area was made large enough to permit quadri-
plegic to be assisted in showering,

Analysis:

Although size of the shower area appears to be adequate
for quadriplegic in a shower chair (a special chair on small
wheels) and an attendant, many residents bathe at the Dodd
Hall Rehabilitation Facility or have sponge baths.  One
problem is that the floor is level and does not drain well.
The shower hose is too short to reach to the sink, where it
could be used for hair washing.

Recommendations:

- Shower area should be large enough for quadriplegic
in a shower chair and an attendant.

- Floor should be slightly slanted so water will drain.

- Flexible shower hose should reach sink easily.

- 49ach.
